BASILICA  OF  OUR  LADY  OF  SORROWS 
3121  Jackson  Boulevard 
Chicago,  Illinois  6061  2 

The  Shrine  of  the  Seven  Holy  Founders 
depicts  the  tradition  of  the  miraculous 
origin  of  the  Servite  Order.  It  is  one  of  many 
colorful  altars  of  marble  and  mosaic  in  the 
huge  Basilica. 


